TENE 


=: ae 
GANS 


LEED 
zi ba Laa —— - 
Kira 
SV 
ANA 


St ZSA, 


993 | 


am 


ARCHITECTS 
February 1 


a 


Sy] m; 


Sa $ 


AF 


La 
+. 


WA 


NIN 


PN 
AN 
a 


EDITOR: 

Annette Kolasinski 

EDITORIAL ADVISORY COMMITTEE: 
Linda Searl, AIA 

John H. Nelson, AIA 

Alice Sinkevitch, Executive Director 


The CCAIA FOCUS (ISSN 0899- 
871X) is published monthly except 
for a combined July/August issue 
by the Chicago Chapter, AIA, 
1049 Merchandise Mart 

Chicago, Illinois 60654. 

Second class postage paid at 
Chicago, Illinois 


POSTMASTER: 

Send address changes to 
CCAIA FOCUS 

Chicago Chapter, AIA, 
1049 Merchandise Mart 
Chicago, Illinois 60654. 


Except where noted the 

opinions expressed in the CCAIA 
FOCUS reflect those of the 

author only and do not reflect or 
represent the position of the 

Chicago Chapter AIA or the American 
Institute of Architects. Advertising of 
products and services appearing in 
the CCAIA FOCUS does not 
constitute endorsement by the 
Chicago Chapter AIA or the American 
Institute of Architects. 


COVER: INTERIOR OF THE ROOKERY. 
THE ROOKERY BUILDING IS ONE OF 
FOUR PROJECTS BY CHICAGO FIRMS 
SELECTED TO RECEIVE THE 1993 
NATIONAL AIA HONOR AWARD. READ 


ALL ABOUT IT BEGINNING PAGE 6. Photo: 


Hedrich-Blessing, courtesy McClier. 
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The 1993 Design Awards Program 
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The New Spanish Architecture 
New Russian Design 
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PAGE 19 
THE CALENDAR 


FEBRUARY BIRTHDAYS 


3 - Alvar Aalto (1898) 
5 - Nathaniel Owings (1903) 
6 - Robert Maillart (1872) 
7 - Bernard Maybeck (1862) 
12 - Lawrence Perkins (1907) 
13 - Gerhard Kallman (1915) 
15 - Phillip Will Jr. (1906) 
18 - Leone Battista Alberti (1404) 
20 - Louis Kahn (1901) 
24 - Charles LeBrun (1619) 


(Viollet-de-Duc was not born on January 27, 1814, as we said in January issue, 
this page, but Viollet-le-Duc was) 


Chapter Dinner 
Features Susan 
Maxman and Robert 
Berkebile 


Thurs., Feb. 18, 5:30 p.m. 

Wrigley Building, 410 N. 
Michigan 

(Free parking after 4:30 p.m. at 
Rush and Hubbard with 
validation) 

Cost: $37.50, members; 
$42.50, non-members 

Sponsor: Committee on the 
Environment and co-spon- 
sored by AIA Northeastern 
and AIA Eastern 


Recently overheard was a con- 
versaiion about the AIA con- 
vention, architecture, and the 
environment. The essence 
was that one of the architects 
was getting fed up with con- 
stantly hearing about the en- 
vironment in the same breath 
as a discussion on the conven- 
tion. The concern was that 
when discussing the conven- 
tion, the conversation is al- 
ways about the environment 
and rarely about design. Noth- 
ing could be further from the 
truth. 

In reality, any discussion 
today about design must in- 
clude the environment and 
vice versa. The two are inter- 
twined. It is the architect's job 
to deal with the built environ- 
ment. This cannot be ac- 
com dished without affecting 
all other aspects of the environ- 
ment. 

How will this be ac- 
complished? Will our environ- 
ment be sustained? Who will 
shape the future of our cities? 
Countries? World? This ques- 
tion is yet to be answered. 

The most logical choice would 
be architects. But will it be ar- 
Chitects? 

Are we up to this chal- 
lenge? What will our role as ar- 
chitects be in the future? What 
is the future of the architectural 
profession? And how does 
this all relate to the environ- 
ment? 

Don’t miss this important 


AIA PRESIDENT SUSAN MAX- 
MAN AND NATIONAL AIA COM- 

MITTEE ON THE ENVIRONMENT 
CHAIR ROBERT BERKEBILE TO 

SPEAK AT FEBRUARY 18 CHAP- 
TER DINNER. 


chapter dinner and a stimulat- 
ing presentation by Susan 
Maxman, FAIA, president of 
the AIA, and Robert Berkebile, 
FAIA, chairman of the national 
AIA Committee on the Environ- 
ment. Maxman and Berkebile 
will discuss the above issues 
as well as "Architecture at the 
Crossroads: Designing for a 
Sustainable Future," which 
also happens to be the theme 
of our June national AIA con- 
vention. 

Don't be left behind. This 
iS an Opportunity to hear about 
your future and the future of ar- 
chitecture as it relates to the 
environment. Join us on 
February 18 at 5:30 p.m. for 


cocktails, 6:30 p.m. for dinner, 
and 7:15 p.m. to hear two of 
our profession's most charis- 
matic speakers. Please RSVP 
(FAX or mail) to AIA Chicago 
via the program sign-up form 
this page - by February 12. 

If you have any questions, 
please contact me at 708/692- 
4700, or contact Helen Kessler 
at 312/477-7792. 

Steven L. Blonz, AIA 
Helen Kessler, AIA 
Co-chairs, Committee on 
the Environment 


What Do We Do 
When We Don't 
Need it Anymore? 


Tues., Feb. 9, 5:30-7:30 p.m. 

AIA Chicago Board Room 
Merchandise Mart, #1049 

Sponsor: Corporate 
Architects Committee 


What do we do with old worn- 
out carpet? Where does it go? 
(Do I care?) Is my firm respon- 
sible for its disposal? What 
can we do with worn-out furni- 
ture? Are there environmental- 
ly better products? What real- 
ly needs to be done? How 
can it best be accomplished? 
What will it cost? (After all, | 
still have a budget!) 
These are some of the 
questions that architects must 
be able to address. As design 
professionals and specifiers, 
architects have great influence 
in determining effective en- 
vironmental approaches. 
Corporate architects may 
find themselves in the van- 
guard in establishing and ex- 
ecuting pro-active policies and 
procedures that are environ- 
mentally beneficial, as well as 
demonstrating the social 
responsibility of their organiza- 
tions as good corporate 
citizens. 
This program will focus on: 
@ comparing life cycle costs 
vs one-time project cost, 
from an environmental 
perspective; 

@ the environmental implica- 


2/18 - Chapter Dinner. 
$37.50 members; $42.50 non- 
members. 


___2/9- Establishing Pro-Ac- 
tive Environmental Policies 
& Procedures 


___2/10 - Architectural 
Exam Prep Seminar. $5 AIA 
members & current students; 
$15 non-members. 


___ 2/23 - Current Issues In 
Professional Liability. 


___ 2/24 - Computer Aided 
Facilities Management. Free 


to members; $5, non-mem- 
bers. 


___ 2/25 - Technical Pro- 

gram. “Architectural Precast 

Concrete." $7.50 (includes 

full luncheon buffet. 

Check Enclosed: $ 

Charge to: Visa, MC, 
American Express 

Card # 

Exp. Date 


Authorizing Signature: 


Name: 


Firm: 


Address: 


City/State/Zip: 


Mail to: 
AIA Chicago 
1049 Merchandise Mart 
Chicago, IL 60654 
or FAX it! 312/670-2422 


tions of the manufacturing 

process on goods, 

products, and methods 
that corporate architects 
and their constituents 

may specify; 

@ the responsibilities that 
corporate architects may 
have on the disposal/re- 
use/recycling of products 
after their useful or 
depreciated life. 

Helping us approach this 
complex subject are several 
panelists from diverse 
perspectives. Howard El- 
legant, HEA Associates, a 
value engineering consultant, 
will examine a method for 
determining and managing 
potential environmental issues 
that an organization might 
need to address. Paul Wil- 
liams, BASF, will discuss his 
firm's patented approach to ex- 
tracting and recycling used 
nylon carpet fibers and 
regenerating them into new 
carpet yarns. Howard Sutton, 
Steelcase, will address the fur- 
niture manufacturing process 
and its environmental implica- 
tions as well as “environmental 
ownership" of his firm's 
products. 

This thought-provoking 
program promises to be of in- 
terest to both corporate ar- 
chitects and the design firms 
who work with them. 

Sandra Feldt 
Program Coordinator 
Hank Pohl, AIA 
Co-chair, Corporate 
Architects 


Slaying the NCARB 
Beast 


Wed., Feb. 10, 6 p.m. 

Chicago Architecture 
Foundation Lecture Hall 

Fee: $5, AIA Chicago mem- 
bers and current students 
(with proof of enrollment); 
$15, non-members 

Sponsor: Young Architects 
Committee 


@ hear actual exam graders; 

@ Meet with recently 
licensed architects and 
find out their strategies; 

@ Find out if you're qualified 
to sit for the exam and 
how to register; 

e@ Get basic strategies for 
approaching Site Design 
(Graphic) and Building. 


Current Issues in 


Professional Liability 
Newer Problems of Liability 
Confronting Architects 


Tues., Feb. 23, 5:30 p.m. 

AIA Chicago Board Room 

Sponsor: Office Practice 
Committee 


Steve Stein, Chicago attorney 
specializing in construction 
law, recently stated that he 
hoped "the endless well of 
liability exposure has reached 
bottom." Optimistic as this 
comment may be, we will 
probably not see that bottom 
for a very long time, if ever. 

The February 23rd discus- 
sion, led by Stein, will focus 
on more recent problems of 
professional liability that have 
further implanted architects in 
the legal morass. The intent is 
to review problems and poten- 
tial solutions and to alert ar- 
chitects to yet undiscovered 
risks so that they may, as best 
as possible, avoid these legal 
pitfalls. 

Some areas to be covered 
include environmental issues, 
architects acting as "desig- 
ners" only, contractors’ Ap- 
plications for Payment, and 
architects’ alleged interference 
with contracts. 

Our best protection from 
the risks of professional 
liability is knowledge and the 
resulting recognition of a 
potential problem before it oc- 
curs. Please join us on 
February 23 to help advance 
that knowledge. 

Walter J. Foran, AIA 
Program Chair 


Computer Aided 
Facilities 
Management 

A Roundtable Discussion 


Wed., Feb. 24, 6 p.m. 
AIA Chicago Board Room 
Merchandise Mart, #1049 
Free to members; 
$5, non-members 
Sponsors: Computer 
Committee and Committee 
on Architecture for Health 


The committees are proud to 
present a roundtable discus- 
sion on Computer Aided 
Facilities Management 
(CAFM). CAFM is an in- 


tegrated system of database 
management and facility draw- 
ings on CAD designed to en- 
hance data collection and 
retrieval for the efficient 
management of facility resour- 
ces. CAFM applications cover 
a broad spectrum ranging 
from maintenance of as-built 
drawings to Space Planning/Al- 
location and Budget/Cost Ac- 
counting. CAFM provides a 
unique opportunity for the ar- 
chitect to continue a relation- 
ship with the health care 
provider by maintaining the 
facility database. 

Ode Keil, director of Plant 
and Safety Management for 
the Joint Commission on Ac- 
creditation of Healthcare Or- 
ganizations, will discuss the 
purpose and importance of 
CAFM as a utility for hospital 
accrecitation. Members of the 
Computer Committee will dis- 
cuss the process for transform- 
ing existing and architectural 
construction documents into a 
comprehensive CAFM 
database as well as sharing ex- 
periences with what has 
worked and what has not. 

This discussion is a must 
for architects, health care 
professionals, and computer 
consultants interested in cul- 
tivating this service in their 
firms. We hope everyone can 
attend. 

Terence Houk, AIA 

Chair, Committee on 
Architecture for Health 
Michael Goff, AIA 

Chair, Computer Committee 


Architectural Precast 
Concrete 


Thurs., Feb. 25, Noon 

Chicago Bar Association 
321 S. Plymouth 

$7.50 (includes full luncheon 
buffet. Pick up lunch tickets 
in the 1st floor Membership 
Office of the Bar Association 
Building before proceeding 
to the designated meeting 
room.) 

Sponsor: Technical 
Committee 


Sid Freeman, director of Ar- 
chitectural Services for PCI, 
and Ed Gregory, from the 
Precast/Prestressed Concrete 
Producers of Illinois, will focus 
a discussion on "Design 
Responsibilities" as it pertains 
to the role of the architect, 


general contractor, and 
precast producer. 

We welcome the atten- 
dance of both AIA and non- 
AIA members. If you would 
like your name placed on the 
committee mailing list, please 
contact me at Lohan As- 
sociates, 312/938-4455. 

Richard Fencl, AIA 
Chair, Technical Committee 


COMING UP IN MARCH 


Adaptive Reuse and 
Redevelopment 


Wed., Mar. 24, 5:30 p.m. 

AIA Chicago Board Room 
Merchandise Mart, #1049 

Sponsor: Real Estate 
Committee 


This program is a panel dis- 
cussion focused on the oppor- 
tunities inherent in the redevel- 
opment of existing properties. 
Four panelists and a modera- 
tor from such diverse back- 
grounds as developer, archi- 
tect, client, state/local govern- 
ment, and historical preserva- 
tion will offer insight into what 
appears to be a growth field. 
The committee is active in 
the development of design 
guidelines for the Bryn Mawr 
Towncenter through its ad- 
visory role in the Edgewater 
Development Corporation. 
Presently, results are being 
compiled from this last fall's 
design charrettes. The results 
will be presented at the upcom- 
ing program entitled "Working 
Toward a New Millenium." As 
described in the December 
FOCUS, this committee is 
directing its attention toward 
the national APA, ASLA, and 
AIA conventions to be held in 
Chicago this year. Please join 
us as we prepare for what 
promises to be a very active 
period of professional ac- 
tivities/networking with a com- 
munity involvement emphasis. 
We would like to have you 
join us at our next steering 
committee meeting on March 
16, 5:30 p.m., in the Chapter 
Board Room, #1049 in the 
Merchandise Mart. 
Neal Stemple, AIA 
Program Chali 
Rich DeLeo, AlA 
Chair, Real Estate 
Committee 
Peter M. Fenner, Al£ 


MAKING CHOICES 


Building to Save the Earth 


Educating Architects for a Sustainable Future 


By MIMI SLOGAR 


s hen AIA President Susan 
Maxman, FAIA, and Robert 
Berkebile, FAIA, national AIA 


Committee on the Environment Chair, 
speak at the Chapter dinner this month, 
their message will warn of the impend- 
ing urgency of environmental concerns 
while attempting to define responsive 
roles for design professionals. These 
presentations are expected to be a con- 
tinuation of efforts that conceived 
"Building to Save the Earth, a two-day 
symposium on environmentally con- 
scious architecture held last September 
at Ball State University and co-spon- 
sored by the U.S. Environmental Protec- 
tion Agency and national AIA. 

Through the course of the event, 
over 30 architects, researchers, 
academicians, and business leaders from 
the United States and abroad joined 
Maxman and Berkebile to deliver a call 
of distress. In the opening address to an 
audience of over 450, Marvin Rosen- 
man, Chair of Ball State Department of 
Architecture, portrayed our present 
situation with some disturbing statis- 
tics: 1. The United States comprises 
only 4% of the planet’s population but 
consumes over 50% of its oil; 2. Wet- 
lands have been disappearing at a rate of 
300,000 acres per year; 3. More species 
have been lost in the last 10 years than 
in the last 100 years. 

Initially, these consequences seem 
remote in an architect’s realm of respon- 
sibility. However, the time for the 
profession to investigate the impact of 
its decisions against a sustainable future - 
that is, to leave unchallenged wasteful 
uses of materials and resources, insensi- 
tive land development, and toxic threats 
to human and ecological health - is over- 
due. Also overdue is the widespread ap- 
plication of resources and strategies, 
proffered at the symposium, that 
promotes ecologically sensitive design. 

Architects can begin to make 
choices toward sustainable building 


practices during the material selection 
process. Using "cradle-to-grave" analy- 
sis, Paul Bierman-Lytle, AIA, president 
of Environmental Outfitters Corpora- 
tion, examined effects that construction 
products have on their surroundings 
throughout the duration of their exist- 
ences. By evaluating such criteria as the 
raw materials of a product, the bi-prod- 
ucts of its manufacturing processes, ef- 
fects on human health during its use, its 
capability for reuse, and options for its 
disposal, Bierman-Lytle compiled a list 
of "Green Products." Heading the list 
are oil-based paints and stains contain- 
ing rosemary blossom and beeswax in- 
stead of fossil fuels. These "green" fin- 
ishes, asserts Bierman-Lytle, perform as 
well as standard finishing products but 
generate less pollution in the factory 
and fewer toxins during application. 
Research of additional building 
materials, as well as reports on the en- 
vironmental practices of the companies 
that make them can be found in a cur- 
rently circulating quarterly publication 
introduced by vice chair of the national 
AIA Committee on the Environment, 
Kirk Gastinger, AIA. The Environmen- 
tal Resource Guide (ERG) represents a sig- 
nificant effort by its publisher, the na- 
tional AIA, to disseminate vital informa- 
tion to and raise critical issues with its 
constituency. Addressing ongoing re- 
search, funded in part by the EPA, the 
ERG maintains the relevance and timeli- 
ness of the topics it covers. Architects 
used to Graphic Standards, said Gasting- 
er, will find the ERG similarly useful. 
In an attempt to provide another 
type of guideline for sustainable build- 
ing practices, William McDonough, 
AIA, presented The Hanover Principles, 
a manifesto for the planning and design 
of the World’s Fair 2000 in Hanover, 
Germany. As planning architect for the 
event, McDonough instructs pavilion 
designers to bridge site-specific logistics 
and environmental theory, then leads 
the way through his own practice. For 
example, his challenge to accept respon- 


sibility for the consequences of design 
(Hanover Principle #4), coincides with 
his demands to clients to compensate 
for energy and material expenditures by 
planting trees. 

Some of the most informative re- 
sources at the symposium were archi- 
tects and builders who, like McDon- 
ough, shared insights into running a 
business with an environmental agenda. 
Steve Badanes reviewed almost two 
decades of climate-responsive design 
and construction executed by his de- 
sign/build firm, Jersey Devil. London 
architect Will Alsop, RIBA, demon- 
strated a rediscovery of the vernacular 
through environmentally responsive 
building using his firm’s large scale com- 
plex designs as prototypes. In addition, 
Thomas Foreman, president of a 
Chicago-based architecture and plan- 
ning firm, exhibited his company’s at- 
tempt to restore and maintain regional 
wetlands and prairies. 

Advice given from specialists at the 
symposium exemplifies the diversity of 
issues that define sustainable building, 
Aiming to preserve natural habitats, 
solve pollution problems, legislate intel- 
ligent land use, improve indoor air 
quality, conserve energy, and manage 
waste through building design may 
seem like an ambitious attempt. But 
Amory Lovins, director of research at 
the Rocky Mountain Institute believes 
that extreme efforts are required in this 
era of urgency. 

Although the assemblage of exper- 
tise at "Building to Save the Earth" was 
unprecedented, similar events are likely 
to follow. This year, the national AIA 
will be dedicating both a series of tele- 
conferences and its annual convention 
to the task of educating architects about 
sustainable building practices. As Max- 
man charged last September, "This [the 
environment] is the issue of the ’90s." 

-Mimi Slogar, a member of the AIA 
Chicago Committee on the Environment, 
is an apprentice architect with Robert Bell 
Architects Ltd. in Oak Park. 


NATIONAL HONOR AWARDS 


Chicago Firms Out in Front in 1993 


ighteen projects were selected by 
the American Institute of Ar- 

chitects to receive the 
profession’s highest recognition of 
design excellence for individual build- 
ings - the Honor Award. From that 
1993 list of winners, four were by 
Chicago firms. Not bad folks! 

In evaluating the awards, the 1993 
jury, headed by William Pedersen, 
FAIA, used new criteria within two 
broad categories: Design Resolution, 
defined as exemplary skill and sen- 
sitivity in the resolution of formal, func- 
tional, and technical requirements; and 
Design Advancement, a project advanc- 
ing the contemporary understanding of 
design by proposing new approaches to 
the development of architectural form. 
The four subcategories included Tech- 
nological Advancement, Societal Advan- 
cement, Environmental Advancement, 
and Preservation/Restoration. "Our 
criteria enabled work of great diversity 


COLTON PALMS 
VALERIO-ASSOCIATES 

Photographer: Barbara 

Karant, Karant + Associates 


and intent to emerge," commented HOLE-IN-THE-WALL 
Pedersen. "None awarded are acts of GANG CAMP 
self-indulgence. All respond to issues of HAMMOND BEEBY and 
the physical and human context in a tae Timdthy 
meaningful way. Maralia 


This diversity shines through in the 
work of the Chicago firms winning the 
Honor Award. Colton Palms, in Col- 
ton, California, by Valerio-Associates 
Inc. is affordable, comfortable housing 
that enhances the quality of life for 
senior citizens. Winning in Design Ad- 
vancement, Societal Advancement, Col- 
ton Palms’ grid of apartment blocks - 
nine three-story units on a central court- 
yard - was designed to match the scale 
of the houses in the surrounding residen- 
tial neighborhood. The plan has a "so- 
cial objective" by both connecting Col- 
ton Palms to the larger community and 
defining a sense of security and privacy 
for the residents. Colton Palms is a city 
within a city, with public buildings and 
towers that house a library, crafts 
pavilion, and meeting rooms. The jury 
commented that the “active involve- 
ment of the residents, from participat- 
ing in the jury that selected the ar- TE 
chitect to providing input into the 
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MORTON 
INTERNATIONAL 
PERKINS & WILL 

. Photographer: Nick 
Merrick, Hedrich-Blessing 


design, has created a lively community 
that truly meets the needs of its in- 
habitants. It celebrates life." 

Hammond Beeby and Babka, Inc., 
provided a retreat for terminally ill 
children in their Hole-in-the-Wall Gang 
Camp, in Ashford/Eastford, Connec- 
ticut. In this 300-acre camp, a "hideout 
from the harsh reality" of daily life, 
children with cancer and other life- 
threatening illnesses find the wonder of 
the outdoor experience. There are 35 
camp buildings that provide comfort- 
able places for eating, sleeping, recrea- 
tion, and medical support while indulg- 
ing childhood fantasies. The medical 
support systems are accessible and visi- 
ble but do not interrupt the camp ex- 
perience. Paths are built over old farm 
and logging roads linking buildings that 
are "accessible to children with disabili- 
ties without the use of ramped entran- 
ces, handrails, or other aesthetically 
detracting elements." The jury found 
the camp "careful not to intrude on its 
woodsy setting" as it addresses "the uni- 
que needs of children facing emotional 
and physical challenges and celebrates 
the strength of human spirit." Hole-in- 
the-Wall Gang Camp was cited in De- 
sign Resolution, Societal Advancement. 

From this panorama, drawn from 
familiar American rural and frontier ar- 
chitecture, we move to the city, to the 
sleek, 36-story glass and steel Morton In- 
ternational Building, woven into the 
urban context by Perkins & Will. By 
using trusses to suspend the first 12 
stories, the architect was able to build 
on a part of the site previously con- 


THE ROOKERY, MCCLIER. Photographer: 
Nick Merrick, Hedrich-Blessing 
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sidered unbuildable because of active 
rail lines that crossed it. The jury, 
awarding the project for Design Resolu- 
tion, found the building to "cleverly 
overcome complex technical challen- 
ges" integrating "itself magnificently 
within its riverfront site." It accom- 
modates an assortment of functional 
needs - parking garage, computer center, 
retail spaces, and offices - "creating a fas- 
cinating interplay between vertical and 
horizontal building elements. Fusing 
sculpture and function, art and technol- 
ogy, this high rise gestures to the glass 
buildings constructed earlier in this cen- 
tury but is very much a part of the 
present." 

And with Chicago’s splendid ar- 
chitectural history and several recent, 
fine restoration efforts, it is fitting to 
find the restoration and rehabilitation 
of the 104-year-old Rookery Building 
among the winners. McClier, a five- 
year-old architecture firm, will receive 
the Honor Award for their efforts in 
Design Resolution in Preservation/Res- 
toration. The architect set out to "re- 
store and combine the most significant 
elements of the building’s three major 
periods into a unified whole." Their 
success is marked by the jury who 
praised the architect for having "master- 
fully reconciled the work of the three ar- 
chitects - Daniel Burnham, Frank Lloyd 
Wright, and William Drummond...", 
and for having "meticulously" restored 
The Rookery to "its former glory and 
beauty, preserving an important com- 
mercial structure." 


PRESENTING THE OTHER 
PRESTIGIOUS WINNERS 


Buckhead Branch of the Atlanta-Fulton 
Library System, Scogin Elam and Bray 
Architects, Atlanta; Canal + Head- 
quarters, Paris, Richard Meier & 
Partners, New York; Furness Building 
Restoration, Philadelphia, Venturi, 
Scott Brown and Associates, Philadel- 
phia; Hostos Community College/Allied 
Health Complex, Bronx, NY, Voor- 
sanger & Associates, New York; Hynes 
Convention Center, Boston, Kallmann 
McKinnell & Wood, Boston; 202 Island 
Inn, San Diego, Rob Wellington 
Quigley, San Diego; Langham Court, 
Boston, Goody, Clancy & Associates, 
Boston; Mt. Carmel Elementary School, 
Douglasville, Georgia, Lord, Aeck & 
Sargent, Atlanta; NationsBank Plaza, 
Tampa, Harry C. Wolf, FAIA, WOLF 
+; Princeton University Engineering 
Quadrangle Parking Structure, Prin- 
ceton, Machado and Silvetti Associates, 
Boston; Seamen’s Church Institute 


Headquarters, New York, James 
Stewart Polshek and Partners, New 
York; Virginia Merrill Bloedel Educa- 
tion Center, Bainbridge Island, 
Washington, James Cutler Architects, 
Bainbridge Island; Wexner Center for 
the Arts, The Ohio State University, 
Columbus, Ohio, Eisenman Architects, 
New York. 

It is a fine share indeed, four of 18 
1993 Honor Awards captured by 
Chicago firms, 


WHAT ABOUT THOSE OTHER YEARS? 


A curiosity emerged in the FOCUS 
editor about how we’d done over the 
years since the Honor Awards came 

into existence in 1949, Thanks to quick 
action by Liz Wainger at the AIA 

Public Affairs Department, we have our 
answer. This month we'll look back, 
year by year, to the beginning of the 

last decade, and finish up our history les- 
son in another issue. 


1991 

Ross Barney + Jankowskl 

Glendale Heights Post Office 
Glendale Heights, Illinois 

Tigerman McCurry, Architect, with 
Yoshihide Kato, The Zenitaka Corpora- 
tion, Associate Architect 

Fukuoka Mixed Use Apartment Build- 
ing, Fukuoka, Japan 

Hammond Beeby and Babka 

Daniel F. & Ada L. Rice Building 
The Art Institute of Chicago 

1990 

Perkins & Will, Chicago and New York 
Capital High School 

Santa Fe, New Mexico 

1989 

Hammond Beeby and Babka 
Hansen House, Wilmette, Illinois 
Perkins & Will 

Desert View Elementary School 
Sunland Park, New Mexico 

Tilton + Lewis 

Meyer May House Museum 

Grand Rapids, Michigan 

1988 

Murphy/Jahn 

United Air Lines Terminal One 
O’Hare Airport, Chicago 

Skidmore, Owings & Merrill 

United Gulf Bank, Manama, Bahrain 
1987 

Hammond Beeby and Babka 
Conrad Sulzer Regional Library 
Chicago 

Murphy/Jahn 

O’Hare International Airport Rapid 
Transit Extension, Chicago 

1986 

Krueck & Olsen > 


Steel and Glass House, Chicago 

1985 

Skidmore, Owings & Merrill 
Weyerhaeuser Technology Center 
Tacoma, Washington 

1984 

Hammond Beeby and Babka 

Addition to Northshore Congregation 
Israel, Glencoe, Illinois 

Tigerman Fugman McCurry 

Weekend House, Southwest Michigan 
1983 

Skidmore, Owings & Merrill 

Haj Terminal, King Abdul Aziz Interna- 
tional Airport, Jeddah, Saudi Arabia 
1982 

Joseph W. Casserly, with Stanley Tiger- 
man & Associates 

Illinois Regional Library for the Blind 
and Physically Handicapped, Chicago 
Office of John Vincl, Inc. 

Scoville Square Building, Oak Park (for 
Extended Use) 

1981 

Skidmore, Owings & Merrill 

Banco de Occidente, Guatemala City 
Chrysallis Corporation Architects 

38 East Schiller, Chicago (Extended Use) 
Nagle, Hartray & Associates 

The Oaks, Housing for the Elderly 
Oak Park (Extended Use) 

1980 

Holabird & Root 

Environmental Health Laboratory 

St. Louis 


Deere to Receive 
AIA 25 Year Award 


eere & Company Administra- 

tive Center in Moline, Illinois, 

designed by Eero Saarinen, has 
been selected to receive the American 
Institute of Architect’s 1993 Twenty- 
Five Year Award. The award is given 
each year to a building project com- 


pleted between 25 and 35 years ago that 
exemplifies design of enduring sig- 
nificance. 

"The Deere & Company Adminis- 
trative Center looks better today than it 
did 25 years ago," noted the Honor 
Awards Jury. "As the landscape ma- 
tured, the building is now seen in the 
way Saarinen envisioned, and the 
original concept has been validated." 
Evoking an ancient Japanese temple, the 
buildings in the complex take full ad- 
vantage of their hilly 720-acre site. The 
seven-story main office building, con- 
nected by a glass-enclosed bridge to a 
product display building, straddles a 
wooded ravine containing two ponds. 

By using Cor-ten, Saarinen, who 
pioneered the architectural use of this 
quick-to-corrode unpainted steel, sought 
to embody the straightforward and ser- 
vice-oriented culture of a company that 
produces heavy metal machinery. 
Saarinen’s design extended to the inte- 
rior of the building as well. He created 
many of the office furnishings, which 
have been carefully preserved and are 
still used by employees today. 

It was this year’s Gold Medal 
recipient Kevin Roche, FAIA, who 
stepped in to complete the project and 
carry through Saarinen’s vision for the 
project when Saarinen died in 1961, just 
days after construction began. Fifteen 
years after the complex opened, Roche 
designed an office addition built on a 
location that had been indicated by 
Saarinen more than a decade earlier. 

Saarinen’s projects have now 
garnered the distinction of having 
received the Twenty-Five Year Award 
an unprecedented six times. The other 
five projects are Crow Island School, 
Winnetka (with Eliel Saarinen); Christ 
Church, Minneapolis; the General 
Motors Technical Center, Warren, 
Michigan; Dulles International Airport, 
Chantilly, Virginia; and the Gateway 
Arch in St. Louis. 


wg DEERE 8 COMPANY 

3 ADMINISTRATIVE 
CENTER, IN MOLINE, 
TO RECEIVE 25 YEAR 
+ AWARD AT CHICAGO 
CONVENTION. 
Photograph: Courtesy 
AIA Public Affairs. 


CONNECTIONS 


More Mentors 
Needed 


he Chicago Chapter’s Stu- 

dent/Mentor program is unique 

in scope among AIA chapters. 
Over the past few years it has successful- 
ly paired practicing architects with 
second year through graduate program 
level students from the city’s three 
schools. We thank the practitioners 
who responded to our first call for 
mentors in the December FOCUS. 
However, we need even more positive, 
motivated practicing architects to con- 
tribute to this program. By doing so 
you will be ultimately contributing to 
the profession. 

Students from IIT, UIC, and the 
School of the Art Institute can form an 
informal friendship with a practicing ar- 
chitect, gaining valuable insight into 
career possibilities and options. Any 
specialty of architectural practice is valu- 
able, and an attempt will be made to 
match student interests and mentor 
specialty. 


MENTOR SIGN-UP 


Name: 


Firm: 


Address: 
City/State/Zip: 
Phone: 


Best time to call: 


I prefer a student from ____UIC, 
___JIT,___ SAIC. My areas of in- 
terest/expertise are: Structure, 
— Design, Office Practice, 
___CAD, ___Interiors, ___His- 
toric, ___ Preservation/Rehab, 

— Construction Management 


Send form to: Mentor Program, 
AIA Chicago, 1049 Merchandise 
Mart, Chicago, IL 60654. Fax 
312/670-2422. 


Feel The Difference. 


FINE CUSTOM CABINETRY 


The first thing you'll notice about Wood-Mode cabinetry is the beauty of the wood. 
It invites you to touch it. To feel the rich, satiny smoothness. That's the Wood-Mode 
difference. And it's a difference you can feel. It comes from Wood-Mode's unique 


multi-step finishing process, complete with expert hand-rubbing. For unsurpassed 
beauty, sheen, and durability that won't chip, peel, or waterspot. 


The Wood-Mode difference. Stop by our showroom and feel it for yourself. 


Better Kitchens 
7640 Milwaukee Ave. 
Niles, IL 60648 
708/967-7070 
Fax# 708/967-7075 


Kitchen Salon 
2913 W. Touhy Ave. 
Chicago, IL 60645 
312/274-6601 
708/251-7558 
Fax# 708/274-8950 


Courtyard Cabinetry 
516 N. Western Ave. 
Lake Forest, IL 60045 

708/234-6420 
Fax# 708/234-6452 


Smartrooms, Inc. 
13101 The Merchandise Mart 
Chicago, IL 60654 
312/644-4446 
Fax# 312/644-4465 


Karlson Kitchens 
1815 Central Street 
Evanston, IL 60201 
708/491-1300 
Fax# 708/491-0100 


Lee Lumber & 
Building Materials Corp. 
3250 N. Kedzie Ave. 
Chicago, IL 60618 
312/509-6700 


Fax# 312-509-6704 


COMMENTARY 


After ten years in the profession as 
an architect at Skidmore, Owings 
& Merrill, Dan Garber looked for 
another way to use his architectural 
training and experience. He 
discovered the stretch was not that 
big, and in the end, his endeavor 
gave him the opportunity to 
recognize and develop the skills 
necessary to design successfully. 
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Expectations vs Exploration 


By DANIEL GARBER, AIA 


hen I was a student, the 
model of my future was the 
myth of the hero prac- 


titioner, and I suspect that this has not 
changed much. Howard Roark lives, 
right? Studying the designs of these 
heros took hours. Conveniently, the ar- 
chitectural press focused on this too, 
which made our job as students that 
much easier. We quickly learned that 
designers are admired for what they 
mae- not what they do. And so, with 
remarkably narrow expectations of the 
options available to them, architectural 
graduates look for work at an architec- 
tural firm, seeking to fulfill the 
prophesy for which they have been 
trained. 

By contrast, consider the expecta- 
tions of business school graduates. 
They look for opportunities in 
newspaper companies, consulting firms, 
manufacturing companies, real estate 
development companies, community 
watch-dog groups or ecological over- 
sight foundations. And that’s just for 
starters. This breadth is possible be- 
cause business schools assume that all 
businesses have similarities; they all 
exist in a world of limited resources. 
And these resources - people, time, and 
money - act upon and structure the ac- 
tivities of all businesses in a similar way. 

Architects, and perhaps architec- 
tural schools as well, should consider 
their education and training in no less a 
manner. Theoretically, by the time we 
are licensed we should have the educa- 
tion and/or training in scheduling time, 
budgeting money, managing people, 
and employing materials - the limited 
resources that act upon and structure all 
the activities utilized by formgivers to 
produce a product. 

Over two years ago I left the firm 
where I practiced architecture for ten 
years. For some time before that I had 
begun to realize that the things that 
were important to me in my personal 
life were not addressed in my profes- 


sional life. More and more time was 
spent working, with less and less time 
for my marriage, a new family, buying a 
home. It was also evident that the in- 
creased time in working did not reap sig- 
nificant financial compensation. And 
where was the role model I expected to 
find? It was obvious I was about to be- 
come a candidate for the mid-thirties 
flight from the profession, joining an al- 
ready large group of architects searching 
for another, perhaps a better way to 
make a living. 

When my maturing personal life 
put greater pressure on my architectural 
profession, I created Design Products 
Company, my first attempt to make a 
better living by changing the incentive 
from spending more time to making 
more products, while remaining a 
formgiver. The concept of Design 
Products Company is to develop 
products that make patterns. The first 
of these is Tessel Blocks, which are tes- 
sellation toys for the gift market. A 
single block has a differ ənt image on 
each of its facets and all 16 blocks 
within a set are identical. When you 
play with them, patterns can be made 
across all of their surfaces. They are 
designed thematically and are typically 
named after the cities with which they 
share some history or quality. 


s I developed my new company, 

I began to notice that what I 

thought made a successful ar- 
chitect was not what it takes to be a suc- 
cessful business person. Positive com- 
ments from focus groups and targeted 
retail customers led me excitedly to 
preparation for producing the first 
manufacturing run of the product. A 
member of my business advisory board, 
however, inquired as to how many 
units of my product had been sold to 
support the run. That was enough to 
set me back a few paces. "What do you 
mean, go out and make some sales? 
Everybody likes it! It’ll sell just fine." I 
quickly learned, however, the impor- 
tance of establishing a marketing and 


American Institute of 
Architects Chicago 


1993 Awards Program 


Call for Entries 


American Institute of Architects 
Chicago 


1993 Awards Program 


Call for Entries 


The Design Commission of the AIA Chicago Each year the awards have recognized a 

invites you to participate in the awards distinguished body of work from some of the 

program by submitting entries and top firms in the nation. In 1983, a catalogue 

nominating individuals who deserve of the awards was published to record not 

recognition for accomplishment and service to only the winning entries, but also all of the 

the architectural community. submissions for the major categories, acting 
as a snapshot in time of the best work of 

The AIA Chicago Awards Programs began in Chicago firms. 

1955 with the Distinguished Building Awards. 

Since that time, new awards have been In 1991, the newly formed Design 

added, most notably the Interior Architecture Commission decided to combine the Interiors 

Awards which were initiated in 1979 with a and Distinguished Building Awards into a 

separate awards ceremony. single Gala Celebration. With the coming 


together of the two design communities, the 
outstanding success of the 1992 Design 


Professional Excellence Awards to be 


presented at the Annual Meeting in 
May, 1993 


Design Excellence Awards Ceremony: 
November, 1993 


Excellence Awards ceremony heralded a new 
tradition for the AIA. This tradition will be 
continued when the Design Committee and 
the Interior Architecture Committee again host 
the Design Excellence Awards ceremony in 


November, 1993. 


In order to properly recognize the varied 
contributions to the profession and the city of 
Chicago, citations for outstanding 
professional ability and service will be 
presented at the Annual Meeting in May, 
1993, when the professional community 
gathers to elect a new Board of Directors and 
welcome a new President. 


Finally, an exhibit late in the year will provide 
the winners with the opportunity to display 
their outstanding examples of design 
excellence to the public. 


If you have a project or a colleague you are 
proud of, this is your chance to put it into a 
permanent record to be examined by your 
fellow professionals, students, the scholarly 
community, the interested public audience in 
Chicago, and prospective clients through the 
medium of Architecture Chicago 1993. 


AIA Chicago 
Awards Programs 
Suite 1049 
Merchandise Mart 


Chicago, IL 60654 


American Institute of Architects - Chicago - 1993 Awards Program Call for Entries 


Design: Kevin Pütz, Okrent Associates 


public relations plan, and I went out to 
make some sales. 

Like the architect that I was, I ex- 
pected that by just bringing the product 
into existence, my job was completed 
and people would simply want what it 
was I made. Marketing and selling were 
important tasks that had been lost on 
me. But I began to realize that the suc- 
cess of my new business depended not 
on my great product but on how it was 
supported. I had focused on the 
product and its manufacture as I had 
focused on the design of a building, not 
thinking of what was needed to create 
and support the opportunity to design. 

Our profession focuses on the 
product of its activities - on the design it 
creates. While creating design is fun- 
damental to our definition of what suc- 
cessful architects do, the strength of our 
profession is that we know how to 
design; we know how to give things 
form. 


he architectural process almost al- 

ways results in something - it 

produces a product. But creating 
a product is not unique to the architec- 
tural profession. This makes our skills 
and experience applicable to formgiving 
fields beyond the building industry. 
Our rigorous and structured education 
and training make the architect better 
positioned than other formgivers to 
move into other fields. When the spe- 
cialized knowledge required is removed, 
the activity for production is similar to 
that in which the architect has exper- 
tise. Architects overlook the impor- 
tance of these activities, and the result is 
the loss of control over what we are 
designing. 

Architectural schools, unfortunate- 
ly, view their main mission as focusing 
on the design of buildings. This early 
training in product focus blinds our 
ability to recognize the contribution 
that our skills and experiences have in 
creating other things. Too, it makes us 
complacent: we sell by answering the 
phone instead of making calls; we 
respond to requests for our services 
rather than figuring out where to find 
new clients. We say to ourselves, "Here 
is the design of our building. If it is any 


good, people will beat a path to our 

oor for more of it." It is important to 
realize how much energy we spend 
focusing on ourselves rather than on 
those we are trying to serve. We don’t 
listen. Our clients sense this and com- 
pensate accordingly. The architect is 
called upon as the consultant to shape 
and deliver a product, rather than being 
looked upon as the professional who 
brings the project together to uniquely 
address the problem at hand. 

Consider how developers hire ar- 

chitects as project directors or directors 
of construction. The developer, who 


If we are to Survive 
successfully, we have to 
create the opportunity 
to design, but to do so 
requires a 
significant change in our 
expectations of what 
we need to do to be 
successful. 


then has full advantage of the architect’s 
education and training, can effectively 
move the design’s center of gravity 
from an architecture firm into his own. 
With great frequency, private and 
public entities are employing developers 
to help evaluate changes that may affect 
their properties, both existing and 
planned. And it is the developer, not 
the end user, who interviews and hires 
the architect. In both’cases the issue is 
about who controls the design process. 
Increasingly, the architect‘is not per- 
ceived to have expertise over the design 
process, over the budget, schedule, and 
the priority of issues. 

With our heads down on the design 
board, we don’t look up to ask how we 
can help. Our clients and the public 


have come to expect quality design - 
and it is important - but it is achieved 
by a process we fail to talk about. We 
have taught clients to look for the 
products of "fashionable" architects, 
and this focus has reduced the oppor- 
tunities for us to become involved in 
the process of designing, which after all 
is essential to the quality of what we 
make. 

If we are to survive successfully, we 
have to create the opportunity to 
design, but to do so requires a signifi- 
cant change in our expectation of what 
we need to do to be successful. I 
learned that I could no longer rest on 
my ability to get the work done or to 
design: I had to listen carefully to poten- 
tial customers so that I could change 
what I was selling to accommodate 
them, without compromising the 
product’s concept. Why? Because I 
wanted them to buy it. This means that 
we have to include in the definition of 
the successful architect the activities of 
marketing and selling; we need to re- 
store, in ourselves and in the perception 
our clients have of us, a balance be- 
tween our product focus and our exper- 
tise in the process of design. This is the 
way to make architecture and formgiv- 
ing a viable way to make a living and 
take control of the design process. If 
we don’t, we will have nothing to 
design. 

-Dan Garber recently accepted an in- 
vitation to return to SOM, where he will 
continue to seek the bridging of the design 
and business elements of the profession. 

He remains an advisor to Design Products 
Company, which is currently licensing its 
products to other manufacturers. (This ar- 
ticle is taken from the presentation Garber 
made at the 1992 National AIA Conven- 
tion in Boston.) 
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BOOKSHELF 


The New Spanish Architecture, Anat- 
xu Zabalbeascoa, with an introduction by 
Peter Buchanan. Rizzoli, New York. 224 
pages, 200 illus., 100 in color. $50 HC, 
$35 PB. 


Reviewed by RICHARD PARKS 


he spotlight is on Spain! You 

can visit one of the trendier res- 

taurants in Chicago and ex- 
perience the new craze for tapas. Last 
summer the world was reintroduced to 
Barcelona and its multi-billion dollar 
Olympic face lift. Seville played host to 
the World Expo and several internation- 
ally known architects. The Art In- 
stitute mounted the exhibit "Building in 
a New Spain: Contemporary Spanish 
Architecture." Finally, a Rizzoli publi- 
cation, The New Spanish Architecture by 
Anatxu Zabalbeascoa, with an introduc- 
tion by Peter Buchanan, is on the 
bookstore shelves. 

Zabalbeascoa’s essay, "The Journey 
to Modernism" is a relatively brief yet 
expansive text discussing Spain’s ar- 
chitectural history from the formation 
of GATEPAC in 1930 to the present. 
Zabalbeascoa describes Spain’s journey 
as she relates the rejection by the post- 
Civil War Franco dictatorship of the 
fledgling Bauhaus-inspired Modern 
movement. Modernism’s introduction 
to Spain was not viewed in the ideal of 
potential social mediation but rather 
"the post WWII need for a more 
modern-looking architectural aesthetic." 

Zabalbeascoa continues the review 
through the ’50s and ’60s, introducing 
the theoretical influences of organicism 
and realism. The 1970s brought the 
death of Franco and Spain’s grapple 
with an architecture of democracy, 
which led into the ’80s and the in- 
evitable experimentation in the post- 
modern style. Balancing this effort was 
a group of architects who concentrated 
on the development of a more contex- 
tual and original architecture. The 
author depicts the ’90s architecture in 
Spain as being defined "by each 
architect’s individual characteristics." 

Throughout the entire journey, 
Zabalbeascoa is able to thread a mar- 
velous list of architects and their work, 
always seeming to adhere to one prin- 
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cipal; that being the ability to continual- 
ly weave their designs into the cultural 
and physical landscape that is Spain. 

The regional influences of Seville, 
Valencia, Galicia, and the Basque 
Country are all highlighted in a succinct 
and accessible manner. Zabalbeascoa is 
impressive in her depth of presentation 
in such a brief text. As an introduction 
to the architecture of Spain, one would 
find it difficult to equal what Zabalbeas- 
coa has offered in The New Spanish Ar- 
chitecture. 

The content of the book is divided 
into two other distinct parts. One is a 
short biographical sketch of each of the 
13 architects or firms that are presented 
in the third part, entitled simply "The 
Architects." Coverage of such well- 
known architects like Rafael Moneo 
and Santiago Calatrava, along with the 
not so well-known firms of Pep Zazurca 
and Joseph Llinas are given equal, and 
deserved, space. Several designs ex- 
ecuted by each of the 13 firms are 
presented in "The Architects." Color 
photos, plan and section sketches of 
each project are a welcome exception 
compared with more introductory publi- 
cations. A brief text introduces each 
firm and their philosophy as it pertains 
to the work shown. 

The New Spanish Architecture easily 
appeals to the architect as well as the 
person who has found or rekindled an 
interest in Spain. 

-Richard Parks is an architect with 
Skidmore, Owings & Merrill 


New Russian Design, Constantin Boym. 
Rizzoli, New York. 204 pages, 200 illus., 
100 in colord. $45. 


Reviewed by THOMAS ZUROWSKI, AIA 


he recently published New Rus- 

sian Design, by Constantin 

Boym, is a book caught in the 
upheaval generated by the dissolution of 
the former Soviet Union. Like 
everyone else in the new Russia, these 
designers from the fields of architecture, 
industrial and graphic design, find them- 
selves at the threshold of a fresh but dif- 
ficult to define future. With creativity 


constricted under communist regime, 
much of the work presented in the 
book is theory and prototype. 

The book, is well organized, 
presenting first a brief history of post- 
revolutionary Russian design and then 
overlaying the work of contemporary 
design professionals from the various 
fields. It reflects the thoughts and direc- 
tion of a small group of designers who 
are today in a position of leadership in 
Moscow, the cultural center of Russia. 
The book could have been more ap- 
propriately titled New Moscow Design. 

I respect the author’s efforts to 
present different design professionals 
within their contemporary context and 
applaud Rizzoli’s commitment to a 
topic with a limited audience. I believe 
it is important to document how Rus- 
sian designers have responded to the 
parameters created by a culture in flux. 

While perhaps not as drastically evi- 
dent as among the general population, 
American designers are fairly cloistered 
in their view of contemporary life. Not 
only is our focus on American design, 
but little opportunity for dialogue exists 
between the design disciplines. Al- 
though the American Center for Design 
has recently displayed a gallant effort to 
bridge this gap, the general attitude 
among design professionals is very in- 
wardly focused. 

As can be expected from a Rizzoli 
publication, the work presented in New 
Russian Design is documented with ex- 
cellent photography and drawings. Con- 
sidering how difficult gathering informa- 
tion in Soviet Russia must have been, 
the author is to be congratulated for his 
effort. A book like this makes me 
wonder what was not discovered and 
where the thoughts of the designers 
presented are right now in light of con- 
stant social and economic change. 

-Tom Zurowski is a principal at 
Eastlake Studio. 


BUILD YOUR LIBRARY - Books 
from major publishers areavailable 
for review. Give a recent publication 
your critical eye and mind, write 
about it, and the book is yours. Call 
the FOCUS editor for details. 


THE NOTEBOOK 


PEOPLE 


; Eva Maddox, 
president of Eva 
Maddox As- 
sociates, has been 
inducted into the 
Interior Design 
Hall of Fame. 
Maddox was 
honored, along 
with Denise Scott 
Brown and Robert 
Venturi, Peter Marino and the firm of 
Hugh Hardy, Malcolm Holzman and 
Norman Pfeiffer, at the Eighth Annual 
Interior Design Magazine Hall of Fame 
Awards Dinner held at the Waldorf-As- 
toria late last year. Jack Hedrich of 
Hedrich-Blessing was one of two "Spe- 
cial Honorees" also named. Stanley 
Tigerman, FAIA, introduced Maddox 
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at the event. Some of Eva Maddoz 
Associates” projects include the Chicago 
Botanic Gardens, Chicago Children’s 
Museum, Chicago State University, the 
Rehabilitation Institute, DuPont, and 
Children’s Hospital Medical Center in 
Cincinnati. 

Vv 

Michael M. Imlay, AIA, has estab- 
lished a private practice at 941 Asbury 
Ave., Evanston, 60202; phone 708/864- 
0698. The new firm will be working 
primarily in residential and small com- 
merical projects. Imlay was formerly 
director of design for the Austin Com- 


pany. 
Vv 


Robert L. Juris, AIA, has an- 
nounced the formation of the new ar- 
chitectural firm Robert Juris and As- 
sociates Architects, Ltd., 2609 Walter 
Dr., New Lenox, IL 60451; phone 
815/485-3860; Fax 815/485-3880. The 
firm offers a variety of architectural and 
interiors services. Prior to establishing 
his own practice, Juris was most recent- 
ly a project manager at the offices of 
Eckenhoff Saunders Architects, Inc. 


Yy 
Thomas Hutchinson, AIA, CRC, 
staff architect with Legat Architects, 


was a member on a jury panel for the 
1992 Metal Construction Association 
Merit Awards, sponsored by the Metal 
Construction Association with assis- 
tance from the American Iron Steel In- 
stitute. 

Yy 

For their design of O’Plaine Inter- 
mediate School, Legat Architects, 
Waukegan, received one of two awards 
presented at the Illinois Association of 
School Boards’ Joint Annual Con- 
ference held in Chicago late last year. 
Winners were selected for innovative 
design solutions to problems en- 
countered in school construction and 
renovation. The new 59,900-square- 
foot school sits on a 10-acre site in Gur- 
nee, Illinois. It houses 600 students in 
grades three through five, and includes 
among its facilities 24 regular instruc- 
tion classrooms, 2 special education 
classrooms 6 special education/testing 
offices with support spaces, a learning 
resource center, and a two-station gy m- 
nasium. 

Y 

Chapter associate member R. 
Lawrence Kirkegaard was recently 
selected by the Institute for Honorary 
Membership. "The work of Lawrence 


CAD Plotter down? 
Facing deadlines? 


Call Huey. 


Huey Reprographics/CADD Plotting 
Service is your emergency source. 


Complete Reprographic Services 

e 24 hour 7 day week modem service 
up to 19,200 baud 

e Our plotters support most IBM and 
Macintosh PC-based CAD Systems 
and many mainframe systems 

e No monthly charge 

e 400 DPI for excellent output 

e Plotting on bond, vellum or mylar e Large format 5080 (r), 2080 (r) xerox 
to meet your needs copies 

e Full color or B&W of your CAD files e Whiteprints, sepias, bid set printing 

e 42" width, any length e High speed duplicating: specifications, 

e Aperture card printing available to 36 x 48 booklet, reports 

e Same day processing e Offset printing 

e Technical support and consultation e Drafting supplies 

e Full line reprographics house for e Huey deluxe drafting tables, Diazo 
your post plotting needs blueprint paper 


e Canon laser (r) color copies 

e Dry mounting for presentations 

e Photomechanical: washoff, fixed line, 
silver slicks 

e Pin-register overlay drafting repro 
specialists 

e PMT stats 


HUEY 


PROVIDING REPROGRAPHIC SERVICES TO CHICAGO. 
ARCHITECTS AND ENGINEERS SINCE 1915 


(312) 782-2226 


RIVER NORTH: 435 N. LaSALLE 


(312) 644-2264 


HAYMARKET: 652 W. RANDOLPH 


(312) 454-1216 


NORTH PIER: 455 E. ILLINOIS, #562 


(312) 321-8260 
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Kirkegaard has had a positive influence 
on the design of many notable build- 
ings, which are savored with a sense 
other than sight," the jury wrote. 
Kirkegaard, with 30 years of practice, 
has received international recognition as 
an architectural acoustics consultant. 

y 

Cynthia Winter, AIA, announces 
the establishment of Cynthia Winter 
Architects, consultants in architecture 
and interior architecture. Offices are lo- 
cated at 900 N. Lake Shore Dr., 
Chicago 60611; phone 312/587-8380. 

Yy 

Loebl Schlossman and Hackl and 
LSH/Hague-Richards has announced 
several personnel changes: Richard N. 
Hague, AIA, and Robert K. Clough, 
AIA, have advanced from principals to 
managing principals. Hague is principal- 
in-charge of interior architecture at 
LSH/Hague-Richards, and is respon- 
sible for the interiors conceptual design 
and quality control. Clough, oversees 
the legal, financial, and administrative 
aspects of the firm. Robert W. Klute, 
AIA, along with Rajesh J. Desai, were 
elevated to principals from senior as- 
sociate principals. Klute is the firm’s 
senior health care planner. Former as- 
sociate principals, Roger Heerema, 
AIA, A. John Schneider, and James 
Pritchett, have been named senior as- 
sociate principals. Heerema, serves as 
both project manager and designer. 
Scott C. Baker, AIA, Radosveta 
Doytcheva, AIA, George B. Chapman, 
Ellis A. Katz, Leonid Skorochod, and 
Csaba Szekelyhidi were all appointed as- 
sociate principals. Baker is a senior 
project manager with LSH/Hague 
Richards, and Doytcheva is a senior 
designer. Leslie L. Gryce has joined 
Loeb! Schlossman and Hackl as director 
of marketing for the firm and for 
LSH/Hague Richards. Gryce was 
formerly vice president of marketing at 
The Madison Advisory Group. 

Vv 

Brach’s Home Sweet Home ginger- 
bread competition drew more interest 
from architects than was known at the 
time of the January FOCUS printing. 
Yetta Starr, Starr Design Associates, 
was, along with team members Robert 
J. Kempa and Carol Kempa, the third 
place winner in the holiday season com- 
petition, recreating Marina Towers in 
gingerbread and candy. Jack Train As- 
sociates and Walter H. Sobel, FAIA & 
Associates had dramatic and colorful 
renditions of the old Water Tower. 


SPOTLIGHT ON PROJECTS 
Goss Pasma Barker / in architec- 


ture, Itd. was recently awarded the com- 
mission to design the new Worship Cen- 
ter for Kentwood Community Church 
outside Grand Rapids, Michigan. GPB 
was awarded the contract after compet- 
ing in a design competition initiated by 
the building committee to aid in the ar- 
chitect selection process. The competi- 
tion program called for a new sanctuary 
and support facilities totaling approxi- 
mately 50,000-60,000 square feet and 
seating 3,000 people, with future expan- 
sion to 4,500 square feet. The new Wor- 
ship Center will become the third 
largest assembly space in the Grand 
Rapids area. 


AÁ 

McClier; along with C. W. Fen- 
tress J. H. Bradburn and Associates, 
Denver, Design Architects; and Baum, 
Hi-Lim, Jung Lim, Wondoshi (B.H.J.W.) 
from Seoul, Korea, were selected as win- 
ner of an international design competi- 
tion for the $550 million main terminal 
building at the New Seoul Metropolitan 
Airport in Seoul. The jury, composed 
of architect Ricardo Bofill; W. Cecil 
Steward, past president of the AIA; Sang 
Choo Lee, director general of the Minis- 
try of Transportion, the Korean Airport 
Authority; Jeff Durante, International 
Air Transport Association; and five 
professors of architecture from leading 
architectural universities in Korea, was 
unanimous in its decision. According 
to James Ratteree, AIA, president of 
McClier, associate architect for the new 
2.8 million square-foot building, the 
main terminal will be radial in shape 
with two connected unit terminals, 
which will provide a total of 46 gates. 
The length of the terminal will be just 
under 3/4 mile; however, with a variety 
of people movers, users will not walk 
any distances greater than 400 yards." 
The new Seoul Metropolitan Airport 
site, Yong Jong Do Island, is located 
within the Yellow Sea, approximately 
10 miles offshore of Inchon and about 
30 miles west of the Seoul city center. 


COMPETITIONS/AWARDS PROGRAMS 

v 

Landmarks Preservation Council 
of Illinois is seeking nominations for its 
1993 Illinois Preservation Awards, 
which honor outstanding achievements 
by individuals and organizations that 
demonstrate a commitment to excel- 
lence in historic preservation. Awards 
will be presented for Preservation 
Project of the Year, Preservationist of 
the Year, Distinguished Illinois Preser- 
vationist, Educational Program, Publica- 
tion, Preservation Advocacy, Com- 
munity Revitalization, Media Coverage, 
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DO YOU NEED 
INFORMATION OR 
ASSISTANCE ON ANY 
OF THE 
FOLLOWING? 
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Spray Fireproofing 
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Veneer Plaster 


Stucco Work 
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Hydronic Heat in Plaster 
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We will be happy 
to serve you. 


CHICAGO 
PLASTERING 
INSTITUTE 


6547 N. AVONDALE AVE. 
CHICAGO, IL 60631 
Phone (312) 774-4500 
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Government Leadership, Business 
Leadership, Bricks and Mortar, and Spe- 
cial Recognition. Nominations should 
be postmarked by February 22 and 
sent to: LPCI Preservation Awards, 53 
W. Jackson Blvd., Suite 752, Chicago, 
IL 60604. 

AÁ 

An open, single stage design com- 
petition is being sponsored by the 
Lakeview Neighborhood Develop- 
ment Corporation (LVNDC), for 
revitalization of the Lakeview commer- 
cial district. The competition is open to 
architects, planners, landscape ar- 
chitects, artists, students, and other 
visionaries from the U.S. and abroad. 
Teams are encouraged. The winning 
solution will be submitted to potential 
developers of the site, with encourage- 
ment from LVNDC to use the solution. 
First prize is $5,000; second prize, 
$2,000, and third prize, $1,000. Mem- 
bers of the jury are Ralph Johnson, 
AIA, Daniel Wheeler, AIA, Paul De- 
Celles, AIA, Michael Levin, JMB Retail 
Properties, Dana Blay, LVNDC Presi- 
dent, and Gerard Haderlein, Lakeview 
Chamber of Commerce President. 
Final registration is due March 26, 
and submissions are due June 1. Call 
312/281-5492. 

Vv 

The American Institute of Ar- 
chitects and the International Union 
of Architects will sponsor an interna- 
tional competition to foster innovative 
solutions that use environmentally con- 
scious building design. A Call for Sus- 
tainable Community Solutions is open to 
architects, planners, engineers, desig- 
ners, humanists, and social scientists 
from around the world. Its goal is to 
develop whole-system, interdisciplinary 
approaches to designing sustainable 
habitats. A jury of 10 internationally 
recognized experts will award $50,000 
in prizes, and the winning entries will 
be displayed in Chicago at the June 18- 
21 convention. Competitors are chal- 
lenged to propose ideas for sustainable 


built environments that will affect build- 


ing design, architectural technologies, 
and community development over the 
course of the next 50 to 100 years. The 
concepts should fit their physical and 
socio-economic context, be technically 
feasible, and improve local and global 
sustainability in the context of both 
society and the nation’s environment. 
The three major competition categories 
are energy and resource efficiency, heal- 
thy buildings and materials, and land 
use and urban ecology. Registration 
will be closed April 1; the deadline for 
submissions is May 1. 


PROFESSIONAL DEVELOPMENT 
Vv 


The 24th annual conference of the 
Environmental Design Research As- 
sociation (EDRA) will be held March 31- 
April 4 at the Allerton Hotel. Power by 
Design, the conference theme, en- 
courages the participation of research 
colleagues and other constituencies con- 
cerned with the quality of the physical 
environment. EDRA hopes to arrange 
more small-group, intensive, energetic, 
discussion sessions inside the larger 
event. The first day and a half will be 
devoted to Intensive sessions for the dis- 
cussion of ideas, implications and re- 
search directions in a group of short 
papers around a central theme. Registra- 
tion fees are just $125 for the entire 
event, and approximately $50 for non- 
members for a day. For more informa- 
tion call EDRA, 405/843-4863. 

AÁ 

The fourth Concrete Conference 
on state-of-the-art in concrete construc- 
tion will be held at the Drake Hotel 
Friday, May 10. The conference, spon- 
sored by the Illinois Chapter, American 
Concrete Institute, will feature national- 
ly prominent speakers making presenta- 
tions on the latest developments in high 
performance concrete and restoration of 
existing structures. For further informa- 
tion contact Tom Rewerts, conference 
coordinator, at 312/627-0900. 

Y 

The AIA Committee on Architec- 
ture for Health will hold a joint pro- 
gram, Sharing Design Excellence, with 
the Japanese Institute of Hospital Ar- 
chitects (JIHA) and the Japan Hospital 
Association(JHA) at the Mark Hopkins 
Inter-Continental Hotel, in San Francis- 
co, February 12-13. Speakers and par- 
ticipants will discuss their nations’ his- 
tories of health care and health-care ar- 
chitecture, examine current problems 
and trends, and consider the future of 
the health-care industry. Topics to be 
addressed include ambulatory care, 
trauma, critical-care units, and long- 
term care in the U.S. and Japan. Prior 
to the conference, the AIA’s Design for 
Aging Subcommittee and JHA will spon- 
sor a tour of facilities for the elderly in 
the San Francisco Bay are. Those inter- 
ested in registering or receiving more in- 
formation should contact Elizabeth 
White at 202/626-7429. 

AÁ 

The Monterey Design Con- 
ference, sponsored by the California 
Council, AIA, will be held March 19-21 
at the Asilomar Conference Center, 
Pacific Grove, California, on the 
Monterey Peninsula. This year’s con- 


ference will direct the agenda away 
from design trends and address ideas 
that inform and drive our design solu- 
tions. The Conference, for the first 
time, has invited men and women in 
the visual arts, sciences, literature, edu- 
cation, and related fields, to speak of 
design as an expression of ideas. Addi- 
tionally, conference attendees will hear, 
and see, proposed and emerging work 
and ideas of national and international 
architects. Registration deadline is 
March 7. Forms may be obtained by 
calling 800/886-7714. Registration dead- 
line for housing at Asilomar is February 
15. You must have the form to register. 

v 

The national AIA is developing a 
set of programs for sole practitioners to 
be offered at the Chicago Convention 
in June 1993. In order to receive ad- 
vance announcements of these pro- 
grams, please provide your name and ad- 
dress to: Aster Tessema, AIA, 1735 
New York Ave., N.W., Washington, 
D.C. 20006, or Fax to 202/626-7518. 


Yy 

The City of Chicago is seeking 
volunteer architecture assistance for the 
recipients of abandoned buildings ac- 
quired through the Chicago Aban- 
doned Property Program (CAPP). 
CAPP is a fairly new program initiated 
by Mayor Daley that serves to acquire 
abandoned buildings through a judicial 
process and transfer clear title to a pre- 
selected developer or homemaker. 
Many of the buildings the City is trying 
to save through CAPP are examples of 
fine architecture and craftsmanship. 
There already is an established pro 
bono legal service supporting CAPP, 
and it is hoped the same concept may 
be developed with architects through 
the assistance of the AIA. If you are in- 
terested in having your name included 
on a data base kept by the City, please 
contact Richard Sciortino, Director, 
CAPP; Department of Buildings; City 
Hall, Room 900; 121 N. Lasalle St., 
Chicago, IL 60602; phone 312/744-6512; 
Fax 312/744-0682. 


CORRECTIONS 


Yy 

In the December FOCUS listing of 
new members, there is an error in the 
name of the firm for which member 
Theodore J. Theodore is a partner. The 
correct firm name is pkyarchitecture. 

v 

In the news announcement on page 
5, "Paying Dues," we should have told 
you that Jim Torvik, AIA is Member- 
ship Committee Chair. 
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THE CALENDAR 


February 


2 Tuesday 


» Deadline. Roche Scholarship Applica- 
tions Due by 4 p.m. in Chapter office. 
FAX 312/670-2422. 


9 Tuesday 


b Chapter Executive Committee Meeting. 
8 a.m. Board Room. 


SMPS Roundtable. Tracking the Decision 
Maker. 8-9:30 a.m.; continental breakfast. 
Turner Construction, 11 S. LaSalle St., 
#1800. $15 members/$20 non-members. 
Call Naomi Fried, 708-605-1770. 


» Corporate Architects Program. Estab- 
lishing Pro-active Environmental Policies 
and Procedures. 5:30-7:30 p.m. Chapter 
Board Room. Sign up on page 3. 


Graham Foundation Lecture. Berlin: 
Now!? Crises, Strengths & Concepts, by 
Josef Paul Kleihues. 8 p.m. 4 W. Burton. 


Architectural Lighting Lecture Series 
Begins. 10 given by School of the Art In- 
stitute Interior Architecture Dept., 10 
a.m.-noon through 4/13. $350, Call 
312/327-7102. 


10 Wednesday 


» Architectural Exam Preparation 
Seminar. Slay the Mighty Beast. 6 p.m. 
CAF Lecture Hall, 224 S. Michigan. Sign- 
up on page 3 


eo SEEN A S 
11 Thursday 


Graham Foundation Exhibition Closes. 
Selection of Student Work from the 1992 
Rome Study Program. 9 a.m.-4 p.m., 
Mon.-Thurs. 4 W. Burton. 


SMPS Program. Growth Trends and Op- 
portunities in Lake County. 11:30 a.m.-1 
p.m. Congress Hotel, Buckingham Rm. 
$30 members/$45 non-members; walk-ins 
$5 more. Call Beth Adams, 708-803-4510. 


CES ee A EN 
15 Monday 


» President’s Day. Chapter Office Closed 


17 Wednesday 


© Design Committee Meeting. 5:30 p.m. 
Chapter Board Room. 


18 Thursday 


© Chapter Dinner. Architecture at the 
Crossroads. Speakers: AIA President 
Susan Maxman, FAIA, and Robert 
Berkebile, FAIA, National Committee on 
the Environment Chair. 5:30 p.m. 410 
Club, Wrigley Building, 410 N. Michigan. 
$37.50 members/$42.50 non-members. 
RSVP via sign-up page 3. 


E AE 
21 Sunday 


CWA Annual Brunch. Past, Present, and 
Future Work, Cynthia Weese, FAIA. 11 
a.m, East Bank Club, River View Room. 
$25 CWA members/$30 non-members. 
Call Sue Budinsky, 312/663-5220, 


Sa A 
23 Tuesday 


© Chapter Board Meeting. Noon. Board 
Room. 


@ Liability Program. Current Issues in 
Professional Liability. Sponsored by Of- 
fice Practice Committee. 5:30 p.m. Chap- 
ter Board Room. Sign up on page 3. 


(SS es Ds ee a a 
24 Wednesday 


© Computer Roundtable. Computer Aided 
Facilities Management. Sponsored by Com- 
puter and Architecture for Health Com- 
mittees. 6 p.m. Chapter Board Room. 
Sign up on page 3. 


[Oe RS AA TW SAT. Ds RITE RADY CS ie SE 
25 Thursday 


© Technical Program. Architectural Precast 
Concrete. Noon. Chicago Bar Assn., 321 
S. Plymouth. $7.50 includes buffet lunch. 
Call Richard Fencl, Lohan Assoc., 
312/938-4455. Sign up on page 3. 


@ Interior Architecture Committee 
Meeting. 6 p.m. Chapter Board Room. 


March 


IO A A 
6 Saturday 


e Unity Temple Restoration Benefit 
Performance. Richard Henzel as Frank 
Lloyd Wright. Call 708/383-3509. 


Statement of Ownership, 
Management and Circulation 


Title of Publication: FOCUS, publication 
#549-430, 


Frequency of Issue: Monthly except com- 
bined July/August issue. 


Number of issues published annually: 11. 
Annual subscription price: $28. 


Complete mailing address of known office 
of publication: AIA Chicago, 222 Merchan- 
dise Mart Plaza, #1049, Chicago, IL 60654. 


Complete mailing address of the head- 
quarters of general business offices of pub- 
lisher: ALA Chicago, 222 Merchandise Mart 
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mortgages or other securities: None. 


The purpose, function and nonprofit 
status of this organization and the exempt 
status for Federal income tax purposes: 
Has not changed during preceding 12 
months, 


Extent and nature of circulation. Total 
number of copies: (1) Average copies each 
issue during preceding 12 months - 2,300; (2) 
Actual number copies single issue published 
nearest to filing date - 2,000; Paid and/or re- 
quested circulation - (1) 0, (2) 0; Mail sub- 
scription - (1) 2,000, (2) 1,760; Total Paid 
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